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After this has been read off, the tube C Is opened, the
thermometer is removed from the ebullition-vessel, and a
weighed amount of substance is introduced into the
vessel. The thermometer is set back into place, B is

FIG, 34.
heated, and after ebullition has commenced the opening C
is closed.
About one and a half minutes after the solution in A has
reached its boiling-point (the boiling-point remains con-